J «•*. 



Tobacco 

Institute 

Testing 

Laboratory 


5454 Wisconsin Ave 
Chevy Chase, 
Maryland 20015 
(301) 652-2042 


February 9, 1978 


Mr. J. E. Wickham 
Manager Cigarette Testing 
Philip Morris Research Center 
P. 0. Box 26583 
Richmond, Va. 23206 

Dear Ed: 

Enclosed are the results for your Philip Morris 
Monitors #18 and #19. 

If we can be of further help please let us know. 

Regards, 

Xt-j 

William L. Steele 

WLS/sbb i 

Enc. 


PM3000763610 


Source: https://www.industrydocuments.ucsf.edu/docs/pmvl0001 













